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[57] ABSTRACT 

An electrolyte distribution and supply system for use 
with a fuel cell having a means for drawing electrolyte 
therein is formed by a set of containers of electrolyte 
joined to respective fuel cells in a stack of such cells. 
The electrolyte is separately stored so as to provide for 
electrical isolation between electrolytes of the individ- 
ual cells of the stack. Individual storage compartments 
are coupled by tubes containing wicking fibers, the ends 
of the respective tubes terminating on the means for 
drawing electrolyte in each of the respective fuel cells. 
Each tube is heat shrunk to tightly bind the fibers 
therein. 

12 Claims, 10 Drawing Figures 


DISTRIBUTION 
PLATE 


ANODE, 18 

WET SEAL 
STRIP, 84 


CATHODE, 20 


AIR FLOW 


DISTRIBUTION 

PLATE 



HYDROGEN 

SEAL, 84 
ELECTROLYTE 
WICKING 
FIBERS, 78 

^ 16 

76 

ELECTROLYTE 
TRANSPORT 
LAYER, 32 

AIR 




Sheet 1 of 4 


4,463,068 



GO 

CM 


REACT, 

MANIF< 


























4.463.068 


1 

FUEL CELL AND SYSTEM FOR SUPPLYING 
ELECTROLYTE THERETO WITH WICK FEED 

BACKGROUND OF THE INVENTION 5 

The Government has rights to this invention pursuant 
to Contract No.: NASA DEN 3-241. 

Reference is hereby made to other related patent 
applications which are assigned to the same assignee as 
the present application; application of O. Adlhart enti- 10 
tied “Fuel Cell With Multiple Porosity Electrode Ma- 
trix Assembly”, Ser. No. 430,143, filed on Sept. 30, 
1982; application of H. Feigenbaum entitled “Fuel Cell 
With Electrolyte Feed System”, Ser. No. 430,156, filed 
on Sept. 30, 1982; application of O. Adlhart and H. 15 
Feigenbaum entitled “Fuel Cell and System For Sup- 
plying Electrolyte Thereto”, Ser. No. 430,144, filed on 
Sept. 30, 1982; and application of H. Feigenbaum enti- 
tled “Fuel Cell and System For Supplying Electrolyte 
Thereto Utilizing Cascade Feed”, Ser. No. 430,145, 20 
filed on Sept. 30, 1982. 

This invention relates to a fuel cell having electrodes 
with an electrolyte supporting structure interposed 
therebetween for the drawing of electrolyte into inter- 
action regions at the electrodes for electrochemical 25 
reactions with gaseous reagents and, more particularly, 
to an electrolyte supply system coupled to said electro- 
lyte support structure wherein the electrolyte is drawn 
from the electrolyte supply system to the support struc- 
ture. 30 

Much research is being done in the area of fuel cell 
technology in order to provide ever increasing amounts 
of electric power and for operating such cells over 
longer periods of time without any need for shutdown 
to accomplish maintenance. As compared to other 35 
methods of generation of electric power from combusti- 
ble fuels, a fuel cell has higher efficiency and is also 
characterized by a simplicity of physical structure in 
that such cells can be constructed without any moving 
parts. 40 

While a variety of electrochemical reactions are 
known for the conversion of fuel into electricity with- 
out the direct burning of such fuels, one well-known 
form of cell utilized the reaction between oxygen and 
hydrogen, the hydrogen serving as the fuel. One com- 45 
mon form of construction fpr the hydrogen-oxygen cell 
is the laminated structure wherein the electrodes are 
spaced apart by a porous layer of material which holds 
an electrolyte. For example, the electrolyte may be a 
concentrated phosphoric acid. The hydrogen is guided 50 
by passageways behind the active region of the anode 
and the oxygen is guided by passageways behind the 
active region of the cathode. At tfc anode, the hydro- 
gen gas dissociates into hydrogen ions plus electrons in 
the presence of a catalyst, typically a precious metal 55 
such as platinum or platinum with other metals. The 
hydrogen ions migrate through the electrolyte to the 
cathode in a process constituting ionic current transport 
while the electron travels through an external circuit to 
the cathode. In the presence of a catalyst at the cathode, 60 
the hydrogen ions, the electrons, and molecules of oxy- 
gen combine to produce water. 

In order to provide for the physical placement of the 
respective reactants at catalyst layers of the anode and 
cathode, layers of materials having hydrophilic and 65 
hydrophobic properties are disposed in an arrangement 
contiguous to the catalyst layers. They permit the elec- 
trolyte and the oxygen at the cathode and the hydrogen 
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at the anode to contact the catalyst layer. The hydro- 
phobic material is provided with pores of sufficiently 
large size to permit the gaseous hydrogen and the gase- 
ous oxygen to freely flow through the material so as to 
come into contact with the catalyst. 

Details in the construction of fuel cells, and in the 
component parts thereof, are disclosed in the U.S. Pat. 
Nos. 3,453,149 of Adlhart and 4,064,322 of Bushnell. 
These two patents show structures guiding the gaseous 
reactants into the regions of the catalyst. In addition, 
the Bushnell patent shows space within a cell for the 
storage of electrolyte so as to compensate for any 
changes in the quantity of electrolyte available for ion 
transport. An assembly for combining together a plural- 
ity of fuel cells in a single power source is disclosed in 
U.S. Pat. 4,175,165 of Adlhart. This patent also shows a 
manifold for the simultaneous feeding of the reactant 
gases to the cathode and the anode of the respective 
cells. The foregoing three patents are incorporated in 
their entirety by reference. 

A problem arises during the operation of a fuel cell in 
that the cell has electrolyte losses. For instance, as a 
result of electrolyte volume changes, such as those due 
to temperature and composition changes, electrolyte 
can be driven out of the matrix and be permanently lost 
from use within the matrix. Thus, depending on the 
amount of such storage capacity, there is a limitation on 
the length of time during which the fuel cell can be 
operated before shutdown for maintenance. Such main- 
tenance includes the replenishment of the amount of 
electrolyte in the requisite concentra- tion. 

A further problem arises in the complexity of the 
structure required to lead the electrolyte in from a re- 
gion of storage into the region of electrochemical activ- 
ity alongside the layers of the catalyst. Such electrolyte 
leadin structures are described in the foregoing Bush- 
nell patent. In particular, it is noted that such structures 
tend to increase the size of the cell, to increase resis- 
tance losses associated with the flow of electric current, 
and to decrease the surface area available for the elec- 
trochemical reactions. 

Yet another problem is the supplying of electrolyte to 
such a fuel cell in a manner in which it can be absorbed 
by the cell and at such rate as may be necessitated by the 
loss of electrolyte during the operation of the cell. 

SUMMARY OF THE INVENTION 

The foregoing problems are overcome and other 
advantages are provided by a fuel cell and a system for 
supplying electrolyte thereto, both the cell and the 
supply system being fabricated in accordance with the 
invention. The cell is constructed with an electrolyte 
supporting structure having a means to draw and dis- 
tribute electrolyte therein and the supply system is con- 
structed so as to make electrolyte available to the cell at 
such rates as may be required. The fuel cell comprises a 
laminated structure wherein the electrodes are spaced 
apart by a layer of porous material. In a preferred em- 
bodiment of the invention, the porous material is pro- 
vided as a matrix assembly having a central layer of 
relatively large pores. 

In accordance with the invention, the supply system 
is provided with a capillary feed, preferably wherein 
cups or troughs are provided at different elevations 
corresponding to the elevations of respective ones of 
the cells in a stack of such cells in fuel cell power sup- 
ply. A pumping means is provided for pumping electro- 
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lyte up into the respective troughs. A system of tubes is 
provided wherein each tube includes a wicking element 
for drawing the fluid of the electrolyte by capillary 
action from the storage trough to the electrolyte matrix 
assembly of the respective cells. The rate of flow of 5 
electrolyte into the cell is controlled by the wicking 
action of the electrolyte supporting structure in each 
cell. Alternatively, the cups or troughs need not be 
elevated but merely rely upon the capillary action of the 
wicking element. 10 

BRIEF DESCRIPTION OF THE DRAWINGS 

The foregoing aspects and other features of the in- 
vention are explained in the following description taken 
in connection with the accompanying drawing wherein: 15 

FIG. 1 is a perspective view of a portion of a stack of 
fuel cells in an assembly of such fuel cells, the portion 
comprising one complete fuel cell with a second cell 
being partially shown in phantom and the fuel cell being 
sectioned to identify the individual layers thereof; • 20 

FIG. 2 is a diagrammatic view shown in section of a 
feed system in accordance with the invention wherein 
the electrolyte is conveyed by wicking fibers to a fuel 
cell, such as the cell of FIG. 1; 

FIG. 3 is a diagrammatic view of the wicking fibers 25 
of FIG. 2 extending from tightly fitting tube; 

FIG. 4 is a diagrammatic view of a fuel cell, such as 
the cell of FIG. 1, showing the interconnection of an 
electrolyte wicking fiber to an electrolyte supporting 
member of the cell; 30 

FIG. 5 is a perspective view of one embodiment of a 
system for supplying electrolyte to fuel cells in the 
stack; 

FIG. 6 is a top view of a portion of the manifold 
shown in FIG. 5; 35 

.FIG. 7 is a sectional view of a portion of the mani- 
fold taken along line 4-4 in FIG. 6; 

FIG. 8 is a sectional view of a portion of the manifold 
taken along line 5-5 of FIG. 7; 

FIG. 9 is a sectional view of an alternative embodi- 40 
ment of the electrolyte feeding means; and 

FIG. 10 is an isometric view of the embodiment in 
FIG. 9. 

DETAILED DESCRIPTION OF THE 45 

INVENTION 

In FIG. 1, a fuel cell 10 is shown in perspective view. 

A part of a second fuel cell 10A, having the same con- 
struction as the cell 10, is shown in phantom and is 
placed contiguous to the cell 10 as would be the case if 50 
the cell 10 is understood to be one of many such cells 
which would ordinarily be placed in a stack (not 
shown). Connections of the cells 10 and 10A via mani- 
folds for the conveyance of reactants and via conduits 
for the conveyance of electrolyte are shown schemati- 55 
cally. Two such representative manifolds are shown; a 
manifold 12 for the conveyance of hydrogen to the 
anode of respective cells of the stack and a manifold 14 
for the conveyance of oxygen to the cathode of respec- 
tive cells of the stack. A set of electrolyte conduits 16 60 
(only one of which is shown) conveys electrolyte to the 
respective cells of the stack. Although manifolds 12 and 
14 are shown in a representative fashion in FIG. 1, it is 
understood that a single manifold for each reactant 
running generally along the side of the stack can feed 65 
reactants to the cells through respective passages 26. 

The fuel cell 10 comprises two electrodes, namely; an 
anode 18 and a cathode 20 which are separated by a 


4 

means to draw and distribute electrolyte such as an 
electrolyte matrix assembly 22. Each electrode abuts a 
reactant distribution plate 24. The top of the cell in 
FIG. 1, having grooves to bring in and distribute only 
one reactant since it is at the end of the stack, has a 
termination plate 24. The plates 24 on the other side of 
the cell depicted are part of a bi-polar assembly made up 
of two gas distribution plates 24 in back-to-back posi- 
tion to supply reactants to the cell shown and the adja- 
cent cell not shown. Plates 24, the termination plate and 
the bi-polar assembly, have passages 26 for the entry of 
fluidic or gaseous reactants and elimination of any resid- 
ual gases. Each electrode comprises a hydrophobic 
substrate layer 28 and a catalyst 30. The plates 24 of the 
cell 10A provide a series interconnection of the two 
cells. The means to draw and distribute electrolyte in 
the cell can be of any suitable type. For instance, it can 
be a material having pores therein of a particular size to 
draw and distribute the electrolyte. Alternatively, it can 
be a material made from two or more layers of different 
size pores, such as that shown in FIG. 1. 

The matrix assembly 22 comprises a central permea- 
ble layer 32 of fibrous carbon sheet material having 
relatively large pores, the central layer 32 being posi- 
tioned between two outside permeable layers 34 with 
pores which are smaller than the pores of the central 
layer 34. An electrolyte, typically phosphoric acid, is 
contained in the central layer 32. The pores of the cen- 
tral layer 32 are sufficiently large to permit the electro- 
lyte to freely migrate through the central layer 32 so as 
to replenish the electrolyte within the cell 10 as may be 
required. The central layer 32 need not necessarily be 
completely filled with the electrolyte, it being necessary 
only to provide sufficient electrolyte to insure ionic 
conductivity between the electrodes 18 and 20. 

The smaller pores of the outside layers 34 exert a 
strong capillary force which draws in the electrolyte 
from the central layer 32 to completely fill each of the 
outside layers 34. Layers 34 have a fast rate of uptake of 
electrolyte contained in the large pore layer 32 as 
needed. By providing adequate electrolyte to layers 34, 
each outside layer 34 serves as a barrier against the flow 
of reactant gas into the matrix assembly area. Thus, 
electrolyte is found in each of the three layers of the 
matrix assembly 22 to provide ionic conductivity to the 
matrix assembly 22, the matrix assembly 22 with the 
electrolyte therein serving as a path by which positive 
hydrogen ions can migrate via ionic current transport 
from the anode 18 to the cathode 20. 

The outer layers 34 of the matrix assembly 22 have 
silicon carbide powder bonded with PTFE particles for 
increased hydrophilic properties to further insure that 
the layers 34 serve as gas barriers. In contrast, the hy- 
drophobic layers 28 are impregnated with PTFE on the 
base material of the fibrous carbon to produce the hy- 
drophobic characteristics. The porosity of the hydro- 
phobic layer 28 is characterized by large pores through 
which the gaseous reactants can freely circulate so as to 
propagate from the passages 26 to the catalyst 30. Thus, 
the catalyst 30 is surrounded by a hydrophobic layer 
facing the gaseous reactants and the hydrophilic layer 
facing the electrolyte. 

The hydrophobic layer 28 in each electrode is im- 
pregnated with Teflon to prevent the electrolyte from 
flooding into the electrode. This is an advantageous 
feature in the construction of the cell since such flood- 
ing would reduce the number of open pores through 
which the gaseous reactants must pass in the electrodes. 
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A reduced number of available pores would result in a 
diminution in the capacity of the cell to produce elec- 
tricity. 

The hydrophobic layer 28 brings the gaseous reactant 
into contact with the catalyst 30 while the hydrophilic 5 
layer 34 brings the electrolyte into contact with the 
catalyst 30. Thereby, respective electrochemical reac- 
tions can take place at the catalyst 30 of the anode 18 
and at the catalyst 30 of the electrode 20. The catalyst 
30 is conveniently formed of a precious metal such as 10 
platinum, with or without other metals which, under 
bonding and partial wet-proofing, is deposited on the 
hydrophobic layer 34. The same construction is utilized 
in each of the electrodes 18 and 20. It is noted that both 
the hydrophobic layer 28, the plate 24 and the elec- 15 
trodes 18 and 20 are electrically conducting. Thus, in 
the case of the anode 18, electrons released by -the elec- 
trochemical reaction can propagate from the catalyst 30 
through the fibrous carbon of the hydrophobic layer 28 
and into the partitions or ribs 36 of the plate 24 which 20 
separate the respective passages 26. 

In the series arrangement depicted in FIG. 1, the 
electrons from the anode of one cell are conducted 
directly into the cathode of the adjoining cell so as to 
migrate through the entire stack. An exemplary stack 25 
termination contact 38 is shown attached by conven- 
tional methods to the plate 24 of the anode 18. The 
contact 38 is coupled .to an external circuit 40 (indicated 
in block diagrammatic form) while the other terminal of 
the external circuit 40 is coupled to a similar contact 30 
(not shown) at the opposite end of the stack of the fuel 
cells. The electrons can thereby, make a complete cir- 
cuit from the negative terminal of the stack (the last of 
the anodes) via the external circuit 40 to the positive 
terminal of the stack (the first of the cathodes). Corre- 35 
spondingly, the hydrogen ions can migrate in each cell 
through the electrolyte contained in the matrix assem- 
bly proceeding from the anode of the cell through the 
cell to the cathode of the cell. 

In operation, hydrogen is admitted through the mani- 40 
fold 12 to the passages 26 in the anodes 18 of each of the 
cells in the stack. Oxygen is admitted through the mani- 
fold 14 into the passages 26 of the cathodes 20 in each of 
the cells of the stack. Electrolyte is applied via the set of 
conduits 16 to make contact with the central layers 34 45 
of the membranes 22 in the respective fuel cells of the 
stack. By capillary action, the electrolyte is brought 
into contact with the catalyst 30 in each of the elec- 
trodes 18 and 20. The hydrogen propagates from the 
passages 26 through the pores of the hydrophobic layer 50 
28 to the catalyst 30 in the anode 18. The oxygen propa- 
gates from the passages 26 through the hydrophobic 
layer 28 to the catalyst 30 in the cathode 20. Thereby, 
the hydrogen and the electrolyte are placed in contact 
with each other at the interface of the catalyst 30 at the 55 
anode 18 and the oxygen and the electrolyte are placed 
in contact with each other at the interface of the cata- 
lyst 30 of the cathode 20 to provide for the respective 
electrochemical reactions at the anode 18 and the cath- 
ode 20. It is in these locations of the cell that the respec- 60 
tive electrochemical reactions to produce electricity 
occur. 

In accordance with a feature of the invention, the 
matrix assembly 22 is continuously in contact with elec- 
trolyte brought in by the set of conduits 16 from an 65 
external reservoir (not shown in FIG. 1) of such electro- 
lyte. This insures that the cell 10 is always filled with 
the requisite amount of electrolyte even in the presence 
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of losses of electrolyte which may occur during opera- 
tion of the cell 10. Losses of electrolyte in the region 
between the electrodes may occur during the operation 
of the cell 10, and if not compensated for, can cause a 
reduction in the cell’s output of electricity. Thereby, 
frequent shutdowns of the cell stack are not required to 
maintain the proper level of electrolyte in the outer 
layers 34 of the cells. 

The central layer 32 is advantageously fabricated of a 
filamentary carbon paper manufactured by the Kureha 
Chemical Industry Company of Tokyo, Japan. The 
paper is composed of chopped carbon fiber produced 
from pitch and residual charred carbon of phenolic 
resin. The fine diameter filaments average 3 mm. (milli- 
meters) in length and bonded together to form a uni- 
formly thin web. The paper can be approximately 0.003 
to 0.020 inches thick, preferably being approximately 
0.009 to 0.011 inches thick, and is readily reduced in 
thickness under compression. The term “large pore” 
means pores approximately 50-300 microns in size 
while the term “small pore” means pores approximately 
1-10 microns in size. During assembly of the cell 10, the 
layers thereof are compressed in sandwich-like form 
under a pressure of 30 to 50 lbs. per square inch. 

The outer layers 34 are Teflon-bonded silicon car- 
bide. The silicon carbide is mixed with a suspension of 
Teflon and an inking vehicle such as polyethylene ox- 
ide. The mixture is applied to the catalyst side of the 
electrode and then smoothed such as by a blade. The 
mixture is dried and sintered. The electrolyte is then 
added to the layers during assembly of the cell. 

The above described process produces a material 
having a small pore size in the ranges desired. Any 
suitable material can be used for layers 34. For instance, 
the material can be made from inert, solid, inorganic, 
porous particles bonded with an inert coagulated fluo- 
rocarbon polymer in the form of a network structure, 
and a free concentrated acid electrolyte entrapped in 
said network, wherein the inorganic particles are a 
compound which is a member of the group consisting of 
an oxide, sulfate and phosphate of at least one of the 
metals zirconium, tantalum, tungsten, chromium, and 
niobium as described in U.S. Pat. No. 3,453,149. This 
patent is incorporated herein in its entirety by reference. 

Further details on the construction of the respective 
layers of the cell 10 are well known, and are described, 
by way of example, in the foregoing U.S. Pat. Nos. 
3,453,149, 4,064,322 and 4,175,165. These patents de- 
scribe the construction of cells utilizing porous metal 
catalysts. The multiple porosity characteristic of the 
matrix assembly 22 provides for both the hydrophilic 
properties of the outer layers 34 while utilizing the 
larger pores of the central layer 32 for holding, moving 
and distributing the electrolyte so as to maintain the 
electrolytic saturation of the outer layers 34 during 
operation of the cell 10. In addition, the presence of the 
electrolyte in all three layers of the matrix assembly 22 
provides the requisite conduction path for the hydrogen 
ions. Thus, the matrix assembly 22 of the invention 
permits the cell 10 to operate normally while maintain- 
ing the uniform distribution and the proper level of 
electrolyte therein. 

As shown diagrammatically in FIG. 2, the cell 10 is 
part of a stack 50 of such cells. Also indicated diagram- 
matically in FIG. 2 are other components of the fuel cell 
10; the plates 24 which distribute the gaseous reactants 
about the electrodes 18 and the central layer 32 of the 
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matrix assembly 22 which serves as a means to draw and 
distribute electrolyte. 

In accordance with the invention, the electrolyte 
distribution system 52 supplies electrolyte to each cell 
of the stack 50. The system 52 includes a set of metering 5 
cups 54 coupled individually to respective ones of the 
cell 10 by the conduits 16. Each conduit 16 is a flexible 
tube. An end of a conduit 16 is secured in a cell 10 at the 
layer 32 with the aid of a gasket (not shown in FIG. 2) 
for guiding the electrolyte from the conduit 16 into the 10 
layer . 32 for transport throughout the region between 
the electrodes 18. Alternatively, one cup can serve a 
suitably small number of cells in a stack. Assuming the 
electrolyte to be the afore mentioned phosphoric acid, 
the acid can be dispensed to the respective cups by any 15 
suitable means (not shown) through which the acid is 
elevated from a reservoir (not shown). For instance, a 
source of air pressure can act through a conventional 
solenoid valve upon the surface of the acid in the reser- 
voir. Pressure on the surface of the acid in the reservoir 20 
drives the acid into the passageway or cylinder 82, and 
then upwards through the cylinder 82 to provide a 
column of acid which pours into the cups 54 and tempo- 
rarily inundates the cups. After the filling of the cups, 
the air pressure is released and the column of acid drops 25 
back to its former level in the reservoir. 

In accordance with a feature of the invention, the 
separation of the stored amounts of electrolyte in the 
respective cups 54 during the transport along the con- 
duits 16 provides for electrical isolation of the electro- 30 
lyte of the respective cells 10. Such electrical isolation 
prevents the generation of shunt electric currents 
among various ones of the cells 10 in the stack 50. Shunt 
currents are likely to develop in the event that there was 
a connection by means of electrolyte from one fuel cell 35 
to the next fuel cell. By separating the electrolyte of 
each of the cells 10, the cells are able to operate inde- 
pendently of each other. Accordingly, in a series ar- 
rangement for the development of substantial voltage, 
the cells can operate without danger of a short or shunt 40 
current developing. 

An alternate embodiment of the construction of the 
system 52 is shown in FIGS. 5-8. The manifold 16 
(shown diagrammatically in FIG. 1) comprises a central 
chamber 68 containing the cups 50 which are connected 45 
by a system 70 of passages to an inlet port 72. The indi- 
vidual cups 54 connect to the tube 16 for conveying the 
electrolyte to the respective cells 10. Electrolyte enter- 
ing through the inlet port 72 enters into the cups 54 and 
overflows from some of these cups 54 by the passage 50 
system 70 to enter other ones of the cups 54. Thereby, 
the electrolyte in each of the cups 54 is electrically 
isolated from the electrolyte of the other cups. 

A storage and delivery system feeds electrolyte to a 
set of fuel cells, each of which is constructed as is the 55 
fuel cell 10 of FIG. 1. The cells are generally arranged 
in a stack 50 as portrayed diagrammatically in FIG. 2. 

In accordance with the invention, the storage and deliv- 
ery system 52 includes a set of the conduits 16 (FIG. 1), 
each of which comprises a tube 76, having wicking 60 
fibers 78 therein. Electrolyte is drawn by capillary ac- 
tion through the wicking fibers 78. 

Connection of the end of a conduit 16 to an individual 
fuel cell, such as the cell 10, can be accomplished by 
extending the fibers 78 beyond the end of the tube 76 65 
(shown in FIG. 3) to contact the layer 32 with the aid of 
a seal 84 (shown in FIG. 4). The selection of fibers 
should be limited to materials that will have the requi- 
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site endurance in a fuel cell environment. Specifically, 
they should be corrosion resistant to hot, concentrated 
electrolyte. One such material is graphite fibers which 
have good resistance to corrosion and high tempera- 
tures. Preferably, the fibers 78 are made of carbon and 
the tube 76 is made of a heat shrinkable plastic. The 
plastic of the tube 76 is heat shrunk after insertion of the 
fiber 78 so as to tightly hold the fibers together to me- 
chanically add strength to the fibers. The plastic should 
also be resistant to hot electrolyte and high tempera- 
tures, such as those in the 400° F. range. A good tube 
material is one made of heat shrinkable Teflon, for ex- 
ample. 

A suitable material for the tube is “TFE Shrinkable 
Tubing” supplied by Chemplast Corporation, under the 
designation “2 X Id TW (Thin-wall, 2X Shrinkable)”. 
The inside diameter of this tubing is approximately 
0.093 inches and the wall thickness is approximately 
0.009 inches. After heat treatment, the inside diameter 
shrinks to approximately 0.061 inches and the wall 
thickness will change to approximately 0.012 inches. A 
suitable material for the carbon fibers used in the tube is 
“Quicksort) 200 Series” supplied by Takeda Chemical 
Industries, Ltd. International Div., of Tokyo, Japan. 
The fibers are supplied in a yarn form and have 
1,050-1,550 m 2 /g (BET) specific surface area which 
consists mostly of pores smaller than 300 A diameter 
and a,0.4-0.6 cc/g pore volume. It is preferrable to have 
a tight fit between the yarn and tube inside diameter and 
to avoid crimping the tube. It is also preferreable to 
have a uniform cross section in the fibers when they are 
placed in the tuber The presence of the fibrous yarn in 
the tube provides an electrolyte demand flow system; 
that is, as electrolyte is needed in the cell, it will flow 
from the reservoir through the tube to the cell. 

In operation, electrolyte is transported by the conduit 
16 of the system 52 by capillary action to enter fuel cells 
of a stack; By use of fuel cells constructed in accordance 
with the structure of FIG. 1, the central layer 32 of the 
matrix assembly 22 draws electrolyte by capillary 
forces into the space between the electrodes 18 and 20. 
The hydrophilic layer 34 of the matrix assembly 22 
draws electrolyte from the central layer 32, and, 
thereby, creates space for more electrolyte which is 
provided by the movement of electrolyte down the 
conduits 16. When using a material having a single pore 
size, it can be joined to the cell in a manner shown in 
FIGS. 9 and 10. In this embodiment the wick- in the tube 
76 (FIG. 3) extends into the cell and along the width of 
the cell or substantially across the cell adjacent and on 
the electrolyte matrix assembly 22 in the cell. The wick 
portion in the cell can be compressed between the reac- 
tant distribution plate and matrix assembly or layer 22 
during cell assembly. This arrangement provides 
contact between the wick 78 and the matrix layer 22 
over a large area and assists distribution of electrolyte 
throughout the matrix layer 22 area. It also eliminates 
the necessity of a dual porosity matrix assembly. 

It is recognized that the rate of delivery of the elec- 
trolyte into a fuel cell 10 may depend on the amount of 
hydrostatic pressure resulting from the difference in 
elevation between the top of the electrolyte at the cup 
or the trough 54 and at the cell 10. The troughs 54 are 
arranged with increasing height corresponding to the 
increasing height of the successive cells in the stack. In 
addition, the troughs 54 are filled to the brim so that the 
hydrostatic pressures developed within the individual 
troughs 54 are maintained at the requisite amounts. 
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Thereby, the fuel cells are filled with the requisite 
amounts of electrolyte without danger of overfilling. 

It is to be understood that the above-described em- 
bodiment of the invention is illustrative only and that 
modifications thereof may occur to those skilled in the 
art. Accordingly, this invention is not to be regarded as 
limited to the embodiment as disclosed herein, but is to 
be limited only as defined by the appended claims. 

What is claimed is: 

1. A system for supplying electrolyte to fuel cells in a 
stack of fuel cells comprising: 

(a) means for storing electrolyte externally to said 
fuel cells, an individual one of said cells including 
an electrolyte matrix means for drawing electro- 
lyte; 

(b) means for conducting electrolyte from said stor- 
ing means to the electrolyte matrix means in each 
of said cells, said conducting means including a 
wicking medium; and 

(c) means for maintaining a predetermined hydro- 
static pressure of electrolyte at said conducting 
means. 

2. A system according to claim 1 wherein said storing 
means stores electrolyte separately for each of said fuel 
cells of said stack and wherein said system is configured 
to provide electrical isolation among the separately 
stored electrolytes for each of said cells. 

3. A system according to claim 2 wherein said storing 
means is in the form of a set of troughs having open 
mouths, each of said troughs being filled by applying 
electrolyte through its mouth until the trough over- 
flows so as to maintain a predetermined depth and hy- 
drostatic pressure within the storing means. 

4. A system according to claim 3 wherein said con- 
ducting means comprises a set of tubes having wicking 
fibers therein, each of said tubes being coupled from 
individual compartments of said storing means to re- 
spective ones of said fuel cells. 

5. A system according to claim 4 wherein said tubes 
are fabricated of heat shrinkable plastic and said fibers 
are of carbon, said plastic of said tubes being heat 
shrunk after insertion of said fibers therein to tightly 
bind said particles together. 

6. The system according to claim 4 wherein said 
wicking fibers comprise graphite fibers. 
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7. The system according to claim 1 wherein said 
storing means stores electrolyte for a group of two or 
more of said fuel cells in said stack. 

8. The system according to claim 7 wherein said 

5 storing means stores electrolyte separately for each of 

said groups of fuel cells and wherein said system is 
configured to provide electrical isolation among the 
separately stored electrolytes for each of said group. 

9. A system according to claims 2 or 7 wherein the 

10 fuel cells in the stack have electrodes at which electro- 
chemical reactions take place between fluidic reactants 
and the electrolyte and wherein the electrolyte matrix 
means comprises: 

(a) first and second permeable layers arranged in a 

15 laminated format, at least one of which is electri- 
cally insulating; 

(b) said first layer having relatively large pores for 
providing electrolyte in an ion conducting path 
between said electrodes; and 

20 (c) said second layer having relatively small pores for 

drawing electrolyte from said first layer, said sec- 
ond layer being positioned contiguous to an inter- 
action surface of one of said electrodes for supply- 
ing electrolyte to the electro-chemical reaction at 

25 said one electrode. 

10. A system according to claim 9 wherein said elec- 
trolyte supporting structure comprises a third permea- 
ble layer arranged in a laminated format with said first 
and said second layers, said third layer having relatively 

30 small pores as compared to the pores of said first layer 
for drawing. 

11. A system according to claims 1 or 4 wherein said 
wicking medium extends into and substantially across 
the electrolyte matrix means so as to distribute electro- 

35 lyte directly to a larger portion of said matrix. 

12. A system for supplying electrolyte to fuel cells in 
a stack of fuel cells comprising: 

(a) means for storing electrolyte externally to said 
fuel cells, an individual one of said cells including 

40 an electrolyte matrix means for drawing electro- 

lyte; and 

(b) means for conducting electrolyte from said stor- 
ing means to the electrolyte matrix means in each 
of said cells said conducting means including a 

45 wicking medium. 

***** 
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